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Integrated Disease Surveillance Programme © C@VID-19 © 
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Date: 11-01-2023 Health Bulletin Time: 6:00 PM 

1@) Positive Today: 01 WY Recovered Today: 02 

51 Death Today: 00 :@) Active Cases: 26 

S*“Y Sample Positivity today: 0.20% R% _ Recovery Percentage: 96.02% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104640 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100477 = (96.02%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3802 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 335 = (0.32%) 
5. Number of samples found negative for COVID-19 today: 495 
6. Total number of samples sent for COVID-19 testing today: 519 
7. Total number of cumulative samples found negative since 01.01.2022: 1591025 
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Detailed Status of Sample Tested 


< Negative oe Positive 
Negative ‘ Positive ; 
A Cumulative ; Cumulative 
in last 24 5 in last 24 : 
Since Goad Since 
01.01.2022 01.01.2022 


Almora 


Bageshwar 
Chamoli 


Champawat 


Dehradun 


Haridwar 


Nainital 
Pauri Garhwal 
Pithoragarh 


Rudraprayag 
Tehri Garhwal 
US Nagar 
Uttarkashi 
Total 


Almora 4943 4506 0 4 433 
Bageshwar 2162 2057 0 0 105 
Chamoli 3380 3245 0 3 132 
Champawat 1994 1964 1 2 27 
Dehradun 39132 38429 16 212 475 
Haridwar 14124 13842 5 32 245 
Nainital 13563 13473 2 33 55 
Pauri Garhwal 5601 4541 1 21 1038 
Pithoragarh 2765 2606 0 4 155 
Rudraprayag 3065 2921 0 2 142 
Tehri Garhwal 2627 2162 0 8 457 
U.S. Nagar 9353 8994 1 8 350 
Uttarkashi 1931 1737 0 6 188 
Total 104640 100477 26 335 3802 
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COVID-19 STATUS SINCE 01.01.2023 


1@) Positive Today: 01 # Recovered Today: 02 

AR Death Today: 00 HQ Active Cases: 26 

1. Total cumulative Positive COVID-19 detected since 01.01.2023: 31 
2. Total Number of COVID-19 Patients Treated/ Cured since 01.01.2023: 34 
3. Total Number of COVID-19 patients migrated out of state since 01.01.2023: 01 
4. Total Number of COVID-19 Deaths since 01.01.2023: 02 
5. Number of samples found negative for COVID-19 today: 495 
6. Total number of samples sent for COVID-19 testing today: 519 
7. Total number of cumulative samples found negative since 01.01.2023: 7445 


Detailed Status of Sample Tested 


Positive 
Cumulative 
Since 
01.01.2023 


Negative 
Cumulative 
Since 
01.01.2023 


Positive 
in last 24 
hours 


Negative 
in last 24 
hours 


Almora 


Bageshwar 
Chamoli 
Champawat 
Dehradun 


Haridwar 


Nainital 
Pauri Garhwal 
Pithoragarh 


Rudraprayag 
Tehri Garhwal 
US Nagar 
Uttarkashi 
Total 
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COVID-19 Vaccination 


11 January 2023 


* Sessions Held Today: 91 
* Number of Beneficiaries Vaccinated Today: 354 
* Total Number of Beneficiaries Partially Vaccinated: 9115889 
* = =Total Number of Beneficiaries Fully Vaccinated: 8724200 
*% = Total Number of Beneficiaries Given Precaution Dose: 2217320 
Details of Beneficiaries Vaccinated in Uttarakhand 
Citizens Health Care Worker Front Line Worker genoa 
Cumulative 
ee 12-14 12-14 15-17 15-17 s A s et Precaution 1st 
cute is vrs | years tst | | years | ‘etbtee | and bose | _ Dose es base nts eoenallese ie ueaee 
te oe pes ee oes Coverage | Coverage | Coverage | Coverage | Coverage | Coverage SSIES: end Boe 
Dose Dose Coverage | Coverage Dose 
Almora 21129 15820 29467 24848 385025 359665 6025 6035 9961 9770 96929 1 2 
Bageshwar 10540 9144 14156 13382 186478 173474 2515 2522 2323 2403 65512 0 0 
Chamoli 15250 15195 19751 19737 275409 273067 3988 4025 6494 6642 125528 0 0 
Champawat 11017 10185 13565 13210 185712 175804 2257 2325 7595 7613 48281 1 7 
Dehradun 74412 54062 104722 85213 1586414 | 1500777 37254 36765 30677 31371 445701 25 90 
Haridwar 76648 43870 84289 55432 1525620 | 1475830 17797 17686 48487 48519 365948 15 29 
Nainital 43302 38850 53753 50000 761106 747257 14196 14019 20121 20260 210002 2 4 
Pauri 22905 18164 32793 31227 456808 440681 7928 7956 7111 7211 152989 2 
Pithoragarh 16699 12980 23887 21304 329266 321051 4097 4116 8325 8427 76643 0 
Rudraprayag 9223 7414 12655 11257 174922 161524 2466 2458 2692 2716 61037 0 2 
Tehri 23949 22606 31391 30887 402541 372910 6254 6321 4932 5061 146621 2 88 
US Nagar 63555 56172 93954 93106 1364490 | 1399843 12513 12650 34823 34127 292899 22, 52 
Uttarkashi 13680 11523 18344 17358 237763 229761 3464 3490 5004 5122 129230 1 2 


Total 


402309 | 315985 | 532727 | 466961 | 7871554 | 7631644 | 120754 | 120368 | 188545 | 189242 | 2217320 71 283 


